248     DOCKETED ITEMS
8503210426 Forwards results of investigation of allegation.NRC Concern RV-84-A-087,Number 154,in response to NRC 850131 itr.Further investigation required on first concern.Investigation expected to be completed by 850415. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/07. KIRSCH.D.F. Region 5, Office of Director. 11pp. 29462:283-29462:293.
8503140375 Forwards technical justification on Table 10.3.4-2, "Deletion of Abnormal Limits," in response to 850221 request for add! info re 841221 & 850131 Itrs concerning CESSAR changes & chemistry control sampling sys.respectively. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/08. KNIGHTON.G.W. Licensing Branch 3. 9pp. 29357:224-29357:232.
8503140324 Protests payment of license fees.Requests refund of portions found excessive.Conference to discuss resolution of protests & requests for refund requested. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. MILLER.W.O. License Fee Management Branch. 2pp, 29356:346-29356:347.
8503260145 Forwards SSER 7,Section 2.5.4.3 re foundation stability of subsurface matls in response to 831203 allegation concerning safety problem as result of broken underground water lines. Allegation satisfactorily resolved.
THOMPSON.H.L   Division  of  Licensing.  85/03/11.  JENNINGS.M.   Mesa Tribune, Mesa, AZ. 6pp. 29518:255-29518:273.
8503180265 Requests confirmation of interpretation of 10CFR50.59 re making changes.tests or experiments not described in SAR w/o prior NRC approval if change does not involve unreviewed safety questions or require Tech Spec change. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/12. KNIGHTON.G.W. Licensing Branch 3. 1p. 29385:359-29385:359.
8503250189 Forwards request for addl info re changes to primary & secondary safety valves,per utii 841218 transmittal. Discussion should be provided on overall effects of plant specific changes.Info requested within 2 wks.
KNIGHTON.G.W, Licensing Branch 3. 85/03/12. VAN BRUNT.E.E. Arizona Public Service Co. 4pp. 29496:287-29496:290.
8503270100 Forwards list of revised pages to FSAR Amend U.Minor revs provided informally on 840307. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/19. KNIGHTON.G.W. Licensing Branch 3. 13pp. 29527:161-29527:173.
F.  Security, medical, emergency & fire protection plans
8503210400 Forwards 1985 emergency planning zone calendar.including info & instructions for use by residents within 10-mile zone.W/o encl. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/04. MARTIN.J.B. Region 5, Office of Director. 1p. 29464:127-29464:127.
8503260387 Forwards completed forms on emergency notification sys & Health Physics Network telephone sys.lnfo reflects both existing & proposed locations. VAN BRUNT.EE Arizona Public Service Co. 85/02/15. IVEY.LW. Region 5, Office of Director. 5pp. 29506:085-29506:089.
8503010417 Forwards "Palo Verde Nuclear Generating Station SPDS SAR," for NRC review.in response to Generic Ltr 82-33.Suppl 1 to NUREG-0737. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/27. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29168:090-29168:140.
-8503010419 "Palo Verde Nuclear Generating Station SPDS SAR." * Arizona Public Service Co. 85/02/28. 49pp. 29168:092-29168:140.
8503190111 Notification of 850308 meeting w/util in Bethesda.MD to discuss task analysis for detailed control room design review.
LICITRA.E.A. Licensing Branch 3. 85/03/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29442:172-29442:174.
8503200488 Forwards interim findings on adequacy of State of AZ & Maricopa County offsite radiological emergency response plan.Plan adequate. KRIMM.R.W. Federal Emergency Management Agency. 85/03/15. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 8pp. 29427:145-29427:152.
G.  Adjudicator/ correspondence
8503110347 Informs that parties failed to reach settlement previously believed imminent.
DEWEY.LS. Hearing Branch 3. #185 928. 85/03/07. LAZO.R.M., COLE.R.F., CALLIHAN.D. Atomic Safety and Licensing Board Panel. 1p. 29288:360-29288:360.
8503110358 Forwards Amend 2 to License SNM-1922.Related correspondence. DEWEY.LS. Hearing Branch 3. #185 930. 85/03/07. LAZO.R.M., COLE.R.F,, CALLIHAN.D. Atomic Safety and Licensing Board Panel. 5pp. 29287:162-29287:166.
H. General correspondence
8503180066 Informs that RM Butler named as director of technical svcs. RM Butler resume encl. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29386:036-29386:038.
J. Insurance & Indemnity information
8503200457 Forwards executed Amends 2 & 3 to Indemnity Agreement B-95. adding Los Angeles Dept of Water & Power as party to indemnity agreement & providing substitutes for Items 1,2a & 3 & amending Item 5,respectively. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/14. Office of Nuclear Reactor Regulation, Director, 8pp. 29429:198-29429:205.
8503280050 Forwards Amends 2 & 3 to indemnity Agreement B-95. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/14. FOGARTY.DJ. Southern California Edison Co. 4pp. 29552:328-29552:331.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503010135 Amend 14 to FSAR for Palo Verde Nuclear Generating Station, Units 1 2 & 3.W/850228 ltr.W/67 oversize maps.Aperture cards available in PDR VAN BRUNT.E.E. Arizona Public Service Co. 85/02/28. 1685pp. 29200:001-29204:245.
8503210081 Forwards change page list for Amend 14 to FSAR. WHITFIELD.LM. Bechtel Corp. 85/03/06. NRC - No Detailed Affiliation Given 1o 29463:294-29463:306.                                                                                             '   H"
-8503210092 Change page list for Amend 14 to FSAR. * Bechtel Corp. 85/03/06. 12pp. 29463:295-29463:306.
Q. Inspection reports, IE Bulletins & correspondence
8503110172 Forwards Insp Repts 50-528/85-03 & 50-529/85-03 on 850114-17.No violations noted.
WENSLAWSKI.F.A. Region 5, Office of Director. 85/02/12. VAN BRUNT.E.E. Arizona Public Service Co. 2pp. 29306:159-29306:163.
-8503110177 Insp Repts 50-528/85-03 & 50-529/85-03 on 850114-17.No noncompli-ance noted. Major areas inspected:followup on unresolved items identified during previous insp.
HAMADA.G., YUHAS.G. Region 5, Office of Director. 85/02/11. 3pp. 29306-161-29306:163.
8503130179 Forwards Insp Repts 50-528/85-02,50-529/85-02 & 50-530/85-02 on 850121-25.NO violation noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/13. VAN BRUNT.E.E. Arizona Public Service Co. 1 p. 29366:061 -29366:070.
-8503130188  Insp  Repts 50-528/85-02,50-529/85-02  & 50-530/85-02 on 850121-25.No violation or deviation noted.Major areas inspected:craft training.QA program surveillance responsibilities.operational staffing & IE circulars. SORENSEN.G.C., WAGNER.W.J., NARBUT.P.P. Region 5, Office of Director 85/02/ 11. 8pp. 29366:062-29366:070.
8503150422 Forwards Insp Repts 50-528/84-63 & 50-529/84-42 on 841215-850131.No noncompliance noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/22. VAN BRUNT.E.E. Arizona Public Service Co. 1p. 29392:312-29392:326.
-8503150434 Insp Repts 50-528/84-63 & 50-529/B4-42 on 841215-850131.No violation or deviation noted.Major areas inspectedplant activities,initial fuel loading,surveillance testing,plant maint & operational testing activities.
ZIMMERMAN.R., CREWS.J., FIORELLI.G. Region 5, Office of Director. 85/02/21 14pp. 29392:313-29392:326.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196-147-29196:258.
8503040406 Provides interim response to IE Bulletin 84-03, "Refueling Cavity Water Seal." Design mods being implemented.Seals reinforced w/stainless steel pins in elastomer seal flange. Final response expected by 850430. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/28. MARTIN.J.B. Region 5, Office of Director. 4pp 29314:194-29314:197.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves" Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. f08pp. 29481:301-29482:044.
8503050327 Forwards Priority 1 const insp program completion schedules. Programs can be completed w/o impeding regional OL recommendations.Remaining modules can be completed w/o reducing scope of insp programs. MILLER.L. NRC - No Detailed Affiliation Given. 85/03/01. CHAFFEE.A. NRC - No Detailed Affiliation Given. 8pp. 29206:281-29206:288.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. f09pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018. "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York. Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings/Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11, Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29460:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.for facility.
